AMENDMENT NO. 2 AUGUST 2021 
TO 


IS 7408 (PART 3) : 2000 BLOW MOULDED POLYOLEFIN 
CONTAINERS — SPECIFICATION 


PART 3 CLOSED HEAD CONTAINERS OVER 60 LITRES, 
UP TO AND INCLUDING 250 LITRES CAPACITY 


( First Revision ) 


(Page 4, clause 7.2, line 1) — Substitute ‘Annex K of IS 6312’ for 
‘Method | of IS 8747’. 


(Page 4, clause 7.3, line 2) — Substitute ‘Annex E of IS 6312’ for ‘8 of 
IS 2798’. 


(PCD 21) 
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